THE J. 0. STOLL CO., CHICAGO, ILL, 


MOVING STAIRS, ~ 

CHICAGO'S INITIAL SUBWAYS £ 

Reversible escalators are to operate be- 
tween train platforms and mezzanine stations 2 
of Chicago §34 mile, two route, initial sub- </i 
ways. Other equipment is to include stream- =>’ 
lined all-metal cars, rubber-insulated tracks « 
and fluorescent lighting. « 
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